LORD OXFORD WAS SHAKESPEARE

bee; only I will that there be in the said church
erected for us a Tombe fitting our degree."

The tomb was situated on the north side of the
chancel of the old church of St. Augustine, which
was replaced in z 780 by the new church of St.
John, The old Tower, however,-still remains,
from which the familiar "Surly, sullen bell" of
the Sonnets tolled for the funeral of Edward de
Vere on June 24, 1604.
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